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THE 



Arago Svstp:m of Electric Lighting 



MAXUFACTURED JJV 



THE WHITE HOUSE MILLS. 




X bringing before tlie public a new and complete system of electric lighting, comprising the 



4« 
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Arago Radial Disc Dynamo," a macliine vvhicli was most favorably received and co 



m- 



niendeJ at the recent Klectrica! Exhibitions at Paris and London, and the McCartv Arc Lamp, a 
new and improved lamp in which are introduced devices rendering it the steadiest and most brilliant 



arc light yet placed upon the market, we beg to call the attention of all manufacturers or othe 

■ 

interested in economical liuhlinir to ih-e followini: : 



rs 



We received medals at both of the above Exhibitions; and at London, a gold medal in com- 
petition with all otlier exhibiting systems for new and improved features in construction, and hiah 
efficiency of our dynamo. 

* 
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The machine maintained lo incandescent lamps, of 22 candle power each, per horse power, 
and was successfully used in connection with the Swan incandescent lamps for lighting a portion of 
the picture gallery of the Crystal Palace during three months of the Exhibition. 

This svbtem embodies all the good points of the older systems, and many new features not 
previously used in the construction of electrical generators and arc lamps, and avoids the crude ideas 
incident to the earlier systems. 



The Dynamo has a higher electrical efficiency per horse power than any other Dynamo, resulting 
in increased lighting capacity. 

* 

Owing to the new method of holding and feeding the carbon pencils, a steadier light is fur- 
nished, and of so pure a color as to permit of its use ind 



oors. 



It is impossible to burn out the armatures of our machine, owing to the peculiar construction 
of the coils, and the absence of all iron cores, thus eliminating one of the chief causes of heavy 
expense in other systems. . 



This Dynamo also adjusts itself to varying conditions caused by lighting or extinguishing an 



y 



number of lamps, in the circuit, and does not require the use of the "automatic regulator" used in 
some other systems, thus diminishing the cost of the machine. 
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The arc lamps of this system are the only ones now in use that possess the artistic beauty and 
demanded in a dwelling, store, or public hall, and that can be furnished at a reasonable price. 

They can be supported* upon brackets-a valuable and novel feature found in the lamps of no 
system ; or they ca^ be suspended from the ceiling. 

They are shorter than any other lamp on the market, enabling their use in a low room without 



injury to the ceiling. 



Each lamp is provided with an automatic cut out box, preventing injury to circuit by failure 
of one lamp, and so arranged -that the lamp can be removed Yrom circuit without affecting the action 
of the remaining lamps. , • 
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The following are some of the principal points of superiority of this system : 



1. 



2. 



sj'stems. 



The machine possesses higher efficiency than any other in use in tliis country. 
Improvements in armatures that do away with the chief cause of expense in other 



3. Capacity for self-atljustment in the dynamo. 



4. Less weijjht by several hundred pounds than other machines of equal or less lighting 



capacity. 



5. 



Compactness of construction of the dynamo, thus requiring less floor space. 



6. Lower prices, because of less expense for labor and material in niauufacture 

7. Unequalled beauty of torni and finish of constructiou of the lamp. 

8. Remarkable steadiness of the light. 



9. 



The lamps burn ten to twelve hours wi«i one set of carbon pencils 



10. Anti-monopoly. We pay no royalties, and require none of our customers. 

11. Ability to sell with a fair profit at prices below which other companies, owing to 
royalties, cost of manufacture, etc., cannot go. 

12. riiquestioiied guarantee to our customers of the validity of our patents, and full 
protection ag^ainst suits for infring^ement. 



Further information can be obtained from 
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D. P. GRIFFITH, Treasurer, 



HOOSAC, N. V. 



.ROBB MAC KIE, Secretary, 



TROV. N. Y. 
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HANGING LAMl 



BRACKET LAMP 
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